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MUNICIPAL ORDINANCES, RULES, AND REGULATIONS 
PERTAINING TO PUBLIC HEALTH. 

ALEXANDRIA, VA. 
Garbage — Dumping of in Vacant Lots Prohibited. (Ordinance adopted July 23, 1912.) 

Sec. 11. It shall be the duty of every occupant of any lot within the corporate limits 
of this city (or the owner if the premises are unoccupied) to keep such lot well cleaned — 
that is, free from all offensive and deleterious substances — and also to prevent or remove 
any accumulation of stagnant water on such lot or premises and to keep the same well 
drained, as far as possible, to prevent dampness. If there be any cellar or cellars on 
any such lot or premises, such cellar or cellars shall be kept clean and free from all 
stagnant or standing water; and if there be any lot, flat or marshy places on such lot, 
the same shall be drained either by open or blind ditches, by the occupant of such lot, 
or by the owner thereof if the premises are unoccupied. 

Sec. 12. No person shall deposit or cause to be deposited in any street or public 
or private alley any filth, garbage, ashes, rubbish, or any putrid animal or vegetable 
matter, or rubbish or other such thing, and the words "rubbish or other such thing" 
shall be construed to include small handbills, generally denominated "dodgers," for 
advertising purposes, as well as all waste paper. No person shall create any nuisance 
upon the lot of another by turning any sluice water thereon or by throwing any slops 
or filth thereon, or by transferring in any way the filth from his own lot to the lot of 
another. And no person shall permit any water to run from his lot or premises into 
the gutter of any street or alley, unless such water be rain water and the said gutter 
be paved and of sufficient fall to prevent the standing water therein. But nothing in 
this section shall prevent the emptying of drains from houses not adjacent to streets 
with sewers in them into ravines or drains. 

BAYONNE, N. J. 

Privies and Cesspools — Construction and Regulation of. (Regulation Board of 
Health adopted June 20, 1912.) 

Sec 41. (a) No privy vault or cesspool shall hereafter be constructed in said city 
without a permit for that purpose first obtained from this board; nor shall any privy 
vault or cesspool be constructed on any premises where there is a sewer in any street 
or alley on which the said premises abut, and all applications for permission to dig 
a privy vault or cesspool must be accompanied by a certificate from the proper city 
official as to such sewer. 

(6) No privy vault or cesspool shall be constructed or permitted to remain on any 
premises abutting upon or accessible to the street, avenue, or public alley along 
which a sewer is built or laid, and when notice to discontinue said privy or cesspool 
shall be issued by this board the owner or agent thereof shall provide proper sanitary 
water-closets, which shall discharge into said sewer. In all streets or avenues in 
which a public sewer shall hereafter be laid all cesspools and privy vaults main- 
tained or existing on said streets or avenues shall, within sixty days after the com- 
pletion of said sewer, be emptied, inspected by an officer of this board, and then filled 
with fresh earth. Any person violating any of the provisions of this section shall 
on'conviction thereof pay a penalty of twenty dollars. 

Sec. 42. No'person shall hereafter build, make, or erect any privy vault or cesspool 
within said city, unless the same shall be constructed of well-burnt brick or^stone 
laid^in hydraulic cement, and said privy vaults or cesspools shall not be less than 
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